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NARA RG104, Entry 1, Box 168 


[Abstract:] Coiner’s report of reverse dies of 1890 from S. Fr. & Carson Mints destroyed this 
day. 

Mint of the United States at Philadelphia, Pa. 

Coiner’s Office, 

January 13, 1891 

Hon. O.C. Bosbyshell 
Superintendent 

Sir: 


I have the honor to report that the following Reverse dies here destroyed this day, by the 
use of the forge and sledge. 

San Francisco Mint. 

Double Eagle 9. Stand Dollar 46, Dime 12, Total 67 Carson City Mint. 

Double Eagle 2. Eagle 1. Half Eagle 1. Standard Dollar 16. Total 20 

Number of dies destroyed 87. 

Very Respectfully 
N.S. Steel 
Coiner. 



NARA RG104, Entry 1, Box 168 


[Abstract:] Mr. Vogel’s report of coinage dies from Carson and San Francisco Mints, destroyed 
this day. 

Mint of the United States at Philadelphia, Pa. 

Superintendent’s Office, 

January 13, 1891 

Sir: 


I have to report that the following dies were destroyed this day, viz: 
From San Francisco 

Double Eagles - Reverse 9 - Standard dollars Reverse 46 
Dimes - Reverse 12 . 

From Carson City 

Double Eagles - Reverse 2 - Eagles - Reverse 1 

Half Eagle - Reverse 1 - Standard dollar - Reverse 16 

Total dies destroyed 87. 

Very respectfully 

The. K. Vogel 
Medal Clerk 


Col. O.C. Bosbyshell 
Supt. U.S. Mint 
Philadelphia 



